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“He that has no fools, knaves nor beggars in his family was begot by 
a flash of lightening.” 
Seventeenth-century English Clergyman 
& THOMAS FULLER 


SNOW FAMILY HISTORY 


John Snow b.circa 1775/d.circa 1841 Jones Co., MS 

“On January 24, 1826 at the ninth session of the 
Mississippi Legislature, Representative McAfee presented 
a petition from sundry inhabitants of Covington County, 
praying for a division of the same. On a motion from 
Representative McAfee the petition was received and 
agreed to and Jones County was created out of Covington 
and Wayne Counties. 

And be it further enacted, that the aforesaid 
county, shall be annexed to and form a part of the 
fourth Judicial District, and the place of holding 
courts, for the courthouse of all said county, shall be 
at the house of John Moffit, [sic] until at which time 
the courts shall be in readiness, at which time the 
court shall be adjourned to said courthouse. 

Also, stated in the law were the names of the 
Commissioners; John Snow, John Moffit, Adam Shows, John 
C. Thomas, and John McCormick. They were appointed to 
locate a permanent seat of justice which was to consist 
of not less than twenty and not more than eighty acres, 
which was to be located within three miles of the center 


S of the county, and which was to be named Ellisville.” 
The first county officers in 1826 were: 
John Snow-----~------- Judge of Probate 
John Moffitt) 
Adam Shows )~~---~-----~- Associate Justices 
James Tate) 
William £11is-------- Sheriff 
Stacey Collins------- Assessor 
Jason W. Morein------ Coroner 
John W. McCormick----County Surveyor 


Etisha Williams) 

Isaac Williams) 

Peter Loper, Jr.) 

John C. Thomas )------ Justices of the Peace 
John Nesom) 

Daniel Windham) 


William McCehee------ Ranger #5 


(?)Married: Zilphia (Zepha) Cherry Williams (Choctaw Indian) 

This person may or may not have existed. It is more likely 
that Zilphia Cherry Williams and Elizabeth are the same 
person, or Zilphia was created for the purpose of qualifying 
for the Indian claims. This data was from “Genealogy of Snow 

@ Descendents as filed under the Choctaw Indian Claims --~-- we 
There are no confirmation documents at this time. However, 
the will of Elizabeth Snow states that Theophilus and 
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Alexander Snow were her sons even though the above documents 
state that they are sons of Cherry Williams. The census 
records do not indicate that John Snow took a second wife. 


Married: Elizabeth ? 
The grandson of Elizabeth and John Snow, John Evans, had blue 
eyes, although his likeness shows strong Indian features in 
the bone structure of the face. (Frances Evans had strong 
Indian features as well.) Therefore, he had to receive a blue 
gene from both his father, Lemuel Jackson Evans, and his 
mother, Elizabeth “Eliza” Snow. It is reasonable to assume 
that John Snow had biue eyes with the recessive gene being 
passed to his descendents through his daughter, Elizabeth. 


Children: 
A. Elizabeth “Eliza” Snow 
b.8-31-1815 MS/d.12-1-1886 Wilmer, Mobile Co., AL 
Buried Palestine Cem., Palestine, Mobile Co., AL 
Married after 1830: Lemuel Jackson Evans b.circa 1810 (census of 
1830 & 1840) (NC, Marietta, GA)MS/d.after 1846 
Meridian, MS (Between 1846 and 1850) 
Killed by a log falling on him at work in 
his sawmill] at Meridian, Lauderdale Co., MS. 
Fa: Lemuel Evans b.circa 1770/1780 
Mo: Priscilla Williams b.circa 1785 (1786)NC 
Children: 
1. John Evans, Sr. b.11-21-1836 Jones Co., MS/d.2-8-1905 
Buried at Palestine Baptist Church Cemetery, Palestine, 
Mobile Co., AL 
(1900 Census gives birth date of 11-1836) 


License: 9-24-1862 Mobile Co., AL 19/322 
Witness: Jeremiah Pierce 
Married 9-29-1862 Wilmer, Mobile Co., AL 19/322: 
Nancy Charity Pitman 
b.4-1-1845 Holmes Co., FL/d.3-4-1929 Wilmer, AL 
Died: Interstitial Nephritis 
Buried at Palestine, AL 
Fa: Thomas E. Pitman b.circa 1813 SC 
Fa: Isaac Pitman b.circa 1767 NC 
Mo: Rutha ? b.1760 SC 
Mo: Elizabeth Ward b.circa 1814 GA 


Children: 
a. Mary Missouri Evans b.6-21-1864/d.11-30-1954 
Married 12-30-1883 Mobile Co., AL: 
Charles Longstreet Griffin b.3-17-1864/d.6-5-1948 
Both buried Magnolia Cem., George Co., MS 


b. John Thomas Evans b.11-21-1865/d.12-12-1939 
Married 5-4-1893 Mobile Co., AL 33/294: 
Ollie Bernelia Cowart b.7-3-1876/d.11-7-1933 
Both buried Ellington Cem., Wilmer, AL 


c. William Jackson Evans 6b.1-29-1867/d.12-1-1946 
Married 1~5-1893 Jackson Co., MS: Nancy Caroline Howell 
b.6-17-1870/d.9-4-1930 
Both buried Howell Cem., George Co., MS 
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Fa: Thomas Howell Jr. 

Fa: Thomas Howell 

Mo: Frances “Frankie” Reeves 
Mo: Nancy Carolyn Parker 


d. Emily Frances Evans b.3-4-1869/d.12-6-1958 
Married (License date) 1-7-1890 Mobile Co., AL 32/169: 
Charles Nathan Pierce b.2-24-1864/d.12-6-1936 
Both buried Palestine Cem., Palestine, AL 


e. Joseph Pinkney Evans b.11-11~-1871/d.4-6-1945 
Married 12-23-1896 Mobile Co., AL 34/400: 
Mary Elvina “Mollie” Howell 6.4-17-1877/d.1-28-1963 
Both buried Palestine Cem., Palestine, AL 
Fa: James Benjamin Howell 
Mo: Alice C. Brown 


f. Nancy Elizabeth "Dollie" Evans b.2-11-1873/d.5-30-1964 
Married 7-15-1896 Mobile Co., AL 34/241: 
Tarleton Solomon Ward III b.12-31-1867/d.6-4-1936 
Fa: Tarleton Solomon Ward dr. 
Mo: Rebecca Smart 


g. Leonard Lemuel Evans b.6-9-1875/d.5-22-1932 
1st Marriage 7-14-1901 Mobile Co., AL 36/483: 
Lena Alice Lowel} 
Children: None 


2nd Marriage 6-3-1903 Mobile Co., AL 37/571: 
Lucinda Huddleston Toomer 6.7-17-1872/d.12-1-1952 


h. Alice Almedia Evans b.7-~-7-1877/d.2-16-1960 


i. Ella Rosella Evans b.7-15-1879/d.4~-9-1933 
Married 4-2-1918 George Co., MS: John Rufus Parker 
b.10-19-1869/d.12-12-1941 


j. Clarice Camilla Evans b.7~7-1881/d.5-12-1946 
1st Marriage 2-6-1899 Mobile Co., Al: 
Lyman D. Tanner 6.11-22-1879/d,6-3-1953 
Fa: John W. Dawson “Doss" Tanner 
Mo: Emily Howell 
Fa: Thomas Howell Jr. 
Mo: Nancy Carolyn Parker 


2nd Marriage 3-1926 Grove Hill, AL: Urbin Elizah Jeffcoats 
Children: None 


K. Louis Wesley “Pompy” Evans b.6-3-1885/d.d.5-26-1960 
Married 6-21-1916 Mobile Co., AL: Alphild Helga Johnson 
b.1-19-1895/d.7-9-1988 
1. Ollie Evaline Evans b.9-3-1888/d.2-1-1962 


Married 12-26-1909 Mobile Co., AL: 
George Armour “Roy” Reeves b.9-12-1888/d.4-28-1976 


2. Eliza Frances Evans b.1-1840 (census 1850 age 10) 
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Married: Rufus B. Parker b.10-9-1845/d.before 1900 
Fa: James Buchanan Parker b.2-14-1812/ 
d.after 10-16-1894 
Married: 6-12-1833 
Mo: Sarah Graham 
b.11-18-1818/d.after 1-9-1904 
Children: 
a. Rachel Parker 


b. John Rufus Parker b.10-19-1866 (1870 on 1880 Census)/ d.12- 
12-1941 
Married 4~2~1918 George Co., MS: Ella Rosella Evans 
b.7-15-1879 


c. Elizabeth Parker b.circa 1872 MS 
Married: Rankin Lee 


d. Matthew Parker b.7~-1873 -Died a young man, never married 


e. Emily Parker (Emma on 1880 Census) b.circa 1876 
Married 4-22-1899 Jackson Co., MS : Neal Pearce 


f. Emma M. Parker b.circa 1880 (age 6/12 on 1880 census) 


g. Ella Parker b.1-12-1881 AL/d.4-93-1933 MS 
George Co., MS Death Record Age 53 
Married: James Allen Crooms b.1866 NC/d.1-22~-1934 
George Co., MS Death Record 
Both buried Evans~-Croom Cem., George Co., MS 
Fa: Thomas J. Croom b.NC 
Mo: Miss Moore b.NC 
His 1st Marriage: Florence Evans 
b.12-11-1879 Jackson Co., MS/d.7-27-1313 
Fa: Tira Jd. (Tyra) Evans 
b.3-18-1844/d.1-18-1897 
Mo: Laura Hinton b.3-8-1852/d.5-4-19330 
Fa: Jesse Hinton 
Mo: ? Brewer 
Children: 
a. Gertrude Crooms b.circa 1898 
b. Florence Crooms b.circa 1900 
c. Laura Lots Crooms 
b.7-29-1904/d.7~-6~-1906 
d. Nettie Mae Crooms b.circa 19307 
1st Mar: Willie Brannan 1903/1930 Died 
Fa: Ira Martin Brannan 
Mo: Mary Ann Havard 
2nd Mar: Hardy Devoe Vise 
e. Baby daughter b.1910 
f. Male Infant d.7-13-1913 Age 12 hours 
George Co., MS Death Record 
g. Infant daughter b&d 7-12-1919 (7) 
All buried Evans-Croom Cem., George Co., MS 
Children: 
gi. Stillborn female d.8-10-1919 
George Co., MS Death Record 


h. Charity Parker b.8-1883 
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3. Lemuel Pinkney Evans b.circa 1844 
4, Theophitus J. Evans b.circa 1846 Both died in the Civil 
War from measles 


After the death of Lemuel Jackson Evans, Eliza Snow Evans 
moved back to Jones County, MS, where she is found in the 1850 
census living next to her brother William Snow, a farmer, 
b.circa 1820, and his family. Other members of her family 
appear to be Ercella Snow b.circa 1826, living with Rebecca & 
Rany Thomas in 1850, and Alexander Snow b.circa 1831 living 
with Dr. John Moody and his new bride Caroline [age 15] in 
1850. John Snow died about 1841 and apparently his wife had 
broken up housekeeping (or she, too, died between 1844, when 
she signed a document, and 1850) for she is not found in the 
Mississippi 1850 census, and the younger children are living 
with other families. Prior to the census of 1860 Eliza Evans 
loaded her family and possessions into an ox cart and brought 
them to Palestine, Mobile County, Alabama, where members of 
her family had migrated. Tradition states her brother, 
Theophilus “Bud“ Snow, lived in the area. She lived across 
Flat Creek near the Ryals and Dossett families. These names 
are common in the Jones County census from that era. It is 
possible that Eliza knew these people, before moving to 
Alabama, as well. 


William Snow b.circa 1820 Moved to Winn Parish, LA 
Married: Harriet ? b.circa 1826 MS 

Children: 

1. John Snow b.circa 1843 MS 

2. £1liza Snow b.circa 1845 MS 

3. Mary Snow b.circa 1847 MS 

4. William Snow b.circa 1850 

5. Frances Snow 

6. Martha Snow 


Theophilus “Bud” Snow b.8-1832 MS 
Original Postmaster of Wilmer 
Married 2-13-1862 Mobile Co., AL 19/213: Sarah Ann Jackson 
b.5~1837 MS 
Fa: Andrew Jackson (Choctaw Indian) 
Fa: Francis Marion Jackson 
Mo: Emlay ~-ay (?May) (?Kay) 
Mo: Susie Delaney 
Children: 
a. Hester Ann Jackson 
Married 4-15-1866 Mobile Co., AL 22/7: 
Hansford Dunkin Dossett 
?? Fa: Thomas Barefoot 
Mo: Dossett 
b. Sarah Ann Jackson 
Married 2-13-1862: Theophilus Snow 


c. Susan Jackson 
Children: 
1. Jerry Snow b.circa 1860 (1870 Mobile Co., AL Census) 
2. Susan Snow b.circa 1862 (1870 Mobile Co., AL Census) 
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Francis Marion Snow b.7-1862 AL 


Postmaster of Wilmer 


ist Marriage 9-6-1883 Mobile Co., AL 29/570: 


Martha Fatima Mizell b.12-1862 MS 
Grandmother: Chirkupuma, a Choctaw 
Indian 


Children: 
Walter L. Snow b.11-4~-1885 AL/d.4-2-1911 


a. 


WoW Wilmer Cem., Mobile Co., AL 


Married 1-6-1907 Mobile Co., 40/235: Sophia —. S8rannan 


b.1890/d., 
Buried Unmarked grave in Snow plot of Wilmer 
Cem., Wilmer, Mobile Co., AL 
Fa: Jesse Brannan b.circa 1843 
Greene Co., MS/d.12-24-1928 
Buried Wilmer Cem., Wilmer, 
Mobile Co., AL 
Mo: Tabitha Metilha Bitha Rouse 
b.1855/d.1-1928 
Buried in Ellington Cem., MS 
Her 2nd Marriage 7-16-1914 Mobile Co., 
46/141: Joseph Edard Strachan 
No children 


Children: 


al. 


Willie Mae Snow 
Married 7-23-1926 Mobile Co., AL 56/390: 
Walter Calloway Mayes 
Children: 
aia. Walter Calloway Mayes Jr. 
Married 6-22-1948: Hetty Rae Chambliss 
Children: 
aiai. Edward Eugene Mayes 
ala2. Gary Michael Mayes 
aila3. Donna Lynn Mayes 


aib. Lemerle Mayes 
1st Marriage: Hubert Jackson Black 
Divorced 
Children: 
alibi. LeAnne Black 
aib2. Hubert Jackson Black, Jr. 


2nd Marriage: Maury Hamilton 
Divorced 

Children: 

aib3. Tempe Hamilton 


aic. Charles Edward Mayes 
Married: Lorraine Bannik of Baltimore, MD 
Children: 
cici1. Denise Mayes 
cic2. Charles Edward Mayes, Jr. 


aid. Eugene Mayes - Deceased 
aie. Louie Lee Mayes 


Married: 7? 
Children: 1 
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a2. Louie Lamar Snow b,4-22-1911 Wilmer, Mobile Co., AL 
/d.1-29-1940 Hot Springs, AS 
Buried Magnolia Cem., Mobile, Mobile Co., AL 
Married 1-25-1936 Mobile Co., AL 63/333: 
Daisie Eleanor Dowling b.11-11-1912 
Mobile, Mobile Co., AL 
Fa: Harry Wentworth Dowling 
b.2-10~-1879 Algiers, LA/ 
d.11-22-1957 Mobile, AL 
Married: 11-9-1910 
Mo: Sarah Jane McCoy 
b.2-14-1885 Mobile, AL/ 
d.10-4-1971 Mobile, AL 
Children: 
a@a. Louje Lamar Snow Jr. M.D. 
b.10-24~-1936 Mobile, AL 
Married 11-28-1958 Decatur, AL: 
Glenda Stuart McRae 
b.9-5-1937 Decatur, Morgan Co., AL 
Children: 
a2ai. Jeffrey Lamar Snow 
b.11-1-1959 Decatur, AL/ d.12-31-1991 


a2a2. David McRae Snow b.7-24-1961 Mobile Co., AL 
Married 2-1-1986 Santa Monica, CA: 
Michelle Elaine Mirander 
b.7-13-1959 Kingston, Jamaica 
Children: 
a2a2a. Cassandra Erin Snow b.1986 
azZza2b. Alexandra Kateland Snow 6.1988 


a2a3. Ashley Dowling Snow 
b.3-20-1967 Ft. Stewart, GA 
ist Marriage 11-25-1988 Mobile Co., AL 
208/358: 
Richard Channing Flowers b.4-9-1966 
Fa: William Jackson Flowers Jr 
Mo: Judy Sue Brasel} 
Children: 
a2a3a. Cailey Channing Flowers b.1989 


2nd Marriage 6-10-1995 Clintwood, VA: 
David Cecil Barnette 
Fa: David Jack Barnette 


a2b. Beverly Ann Snow b.3-5-1939 Hot Springs, AS 
Married 10-3-1953 Mobile Co., AL 95/543: 
Robert Max Balch 
b.7-18-1938 Eldorado, KA 
Children: 
a2b1. Robert Kevin Balch b.11-27-1960 Orange, CA 
Married 8-1-1990 St. Augustine, FL: 
Ellen Bearden 
b.10-25-1958 St. Augustine FL 
Children: 
azbia. Leda Eleni Balch b.1991 
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a2b2. Maria Angelique Balch 


b.1-26-1962 Orange. CA 


Married 3-24-1983 Manassas, 


VA: Ed Reyes 


b.7~2-19360 Manila, Philippines 


Children: 


a2b2a. Edmond Reyes 1983 ~- Twin 
a2b2b. Robert Reyes 1983 - Twin 


a2b3. Elizabeth Dowling Balch 


b.4~-15-1968 Pensacola, FL 
Married 11-30-1991 Manassas, VA: 
Bradley James Schmidt 
b.11-29-1966 Springfield, IL 


Children: 


a2b3a. James Loren “Jamie” 


Balch b.1987 


2nd Marriage of Sophia Brannan 7-16-1914 Mobile Co., AL 
46/141: Joseph Edard Strachan 


No Children 


Lula E. Snow b.7-1887 AL 


Married 12-26-1909 Mobile Co., AL 42/393: 
Burton L. 


Children: 
bi. Earl Williams 
Married: ? 


b2. Burton Williams Jr. 
Married: ? 
Children: 
b2a. Judy Anne Williams 


b3. Carey Williams 


b4. Ruby Williams 
Married: Estes ? 


b5. Onie Mae Williams 
Married: ? Blevens 
Children: 
b5a. Hubert Wayne Blevens 


Daniel W. Snow b6.9-1889 AL 
Married: Adeline Visonneaw 
Children: 
c1. Cecelia Martha Snow 
Married: Jack Pearce 
Children: 
cla. Jack Pearce 
cib. Dan Pearce 
cic. William F. Pearce 


c2. Vivian Faye Snow 
Married: Edgar M. Derrick 
Children: 
c2a. Milton Andrew Derrick 
c2b. Cacelia Derrick 


Williams 
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c3. Daniel W. Snow Jr. 
Married: Evelyn Pearce 
Children: 
c3a. Betty LaVern Snow 
c3b. Daniel W. Snow III 


Pearl Louisa Snow b.1-1891 AL/d.5-3~1973 

Buried Wilmer Cem., Mobile Co., AL 
1st Marriage 7-4-1914 Mobile Co., AL 46/124: John M. Carr 
2nd Marriage: ?? Mims 


Mary Gertrude Snow b.5-1893 AL/d. No dates on tombstone 
Buried Wilmer Cem., Mobile Co., AL 
Married 11-23-1911 Mobile Co., AL 43/644: Claude W. Pierce 
Chidren: 
ei. Homer G. Pierce 
1st Marriage 4-22-1931 Mobile Co., AL 60/111: 
Laura Remoitell 
Children: 
ela. Mary Delores Pierce 
1st Marriage: ? Madison 
Children: 
elai. Laura Madison of Vallejo, CA 


2nd Marriage: ? Hall 


eib. Carolyn Jean Pierce 
Married: Sullivan Gambone of Richmond, CA 
Children: 
eib1. Douglas Gambone 
eib2. Patricia Ann Gambone 
eib3. Laurie Gambone 
e1ib4. Karen Marine Gambone 


eic. Donald Ray Pierce Res: Beaumont, TX 
Married: Danna ? 
Children: 
eict. Tracey Pierce 
eic2. Donald Ray Pierce, Jr. 


2nd Married: Mildred Kitchen 

Divorced 

Children: 

eld. Cecele Pierce Res: Houston, TX 
ete. Ronald Pierce Res: Houston, TX 


e2. Claudia Gertrude Pierce 
1st Marriage: Eddie Elkart 
Children: 1 
2nd Marriage: ? 


e3. Douglas Pierce 
Married 4-25-1923 Mobile Co., AL 53/589: Mary Cowart 


e4, Milton L. Pierce 


Married: Ann ? 
Children: 2 
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f. Burt M. Snow b.8-1895 AL No descendents 


g. Willie B. Snow (m) b.4-1900 AL 
Married: Ada ? 
Children: 
c4a. Billy Snow 


2nd marriage of Francis Marion Snow 9-20-1917 Mobile Co., AL 
48/352: Mary Elizabeth White b.circa 1896 MS 

Children; 
h. Francis Marion Snow Jr. b.circa 1918 AL 

Married 1-11-1942 Mobile Co., Al 68/73: Sarah Eliza Huff 

Children; : 

hi. Sally Elizabeth Snow 

Married 8-7-1963 Mobile Co., AL 104/6003: 
James Morgan Hopper 


h2, Nancy Suzanne Snow b.11-25-1952 
Married 6-11-1970 Mobile Co., AL 125/421: 
Donald Paul Patchem b.3-29-1928 
Fa: William Gerard Patchem 
Mo: Daisy Harmon 


h3. David Warren Snow 
h4. James Francis Snow 


i. Harold A. Snow 
Married: Eloise Dean 
Children: 
i1. Robert E. Snow 
12, Marianne Snow 


Mary Elizabeth Snow b.10-9-1865/d.6-25-1891 (Part Creek 
Indian) 
Buried Wilmer Cem., Mobile Co., AL 
Married 1-6-1887 Mobile Co., AL 31/46: 
Thomas Jefferson “Jeff" Howell b.5-6-1872/d.6-21-1936 
Fa: Thomas Howell Jr b.8-26-1831/d.2-14-1920 
Operated Howell’s Ferry on Dog River 
Mo: Nancy Parker b.3~-1-1836/d.10~-12-1896 
Both buried Howell Cem., George Co., MS 
Children: 
a. Lottie (Lotta) Howell b.10-22-1890 (10-1889)/d.7-27-1962 
Married 3-11-1911 George Co., MS 1/37: Elbert L. Spooner 
b.2-5-1894/d.3-18-1971 
Both buried Howell Miss.Bap.Cem., George Co., MS 
Fa: Wylie Albert Spooner 
b.8-16-1870/d.12-1-1938 
(Half Brother: George Millis) 
Fa: William “Billi” Spooner 
Mo: Mary Elizabeth “Mamie” Pierce 
b.8-13-1874/d.10-12~-1956 
Children: 
1. Elbert b.circa 1894 
2. Charles b.1896 
3. Ila b.circa 1897 
4, Webster b.circa 1898 
5. Cammie b.circa 1900 
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6. Willis b.circa 1902 
7. Florence b.circa 1904 
8. Marvin b.circa 1906 
9. Elton b.circa 1908 
Children: 
al. Etta Mae Spooner b.7-5-1912 


a2. 


(Joined the Creek Indian Nation) 
Married 12-2-1933 Mobile Co., AL 61/665: 
Joseph Woodrow Dossett Sr 
b.9-25-1912 (Also with Indian ancestry.) 
Fa: Homer Franklin Dossett 
Fa: Hansford Dunkin Dossett 
Mo: Hester Ann Jackson 
Mo: Martha Geneva Blackledge 
Children: 
ala: Eunice Elaine Dossett b.5-22-19386 
Married: Tiliman Wright 
Children: 
atait. Towana Anne Wright 


aib. Woodrow Dossett Jr. b.4-7-1943 
Married: Elizabeth Davis 
Fa: Ed Davis 
Children: 
aib1. Tina Michelle Dossett 
Married: John Tanner 
Fa: Dawson Tanner 
Fa: Roy Tanner 
Mo: Ellen Maples 
Mo: Lillie Mae Kyle 
aib2. Joey Edward Dossett 
Married: Tracy Spooner 


Emmett Spooner b.9-17-1914 
Married: Marthelma Tanner 
Children: 
a2a. Richard Emmett Spooner b.5-19-1942 
1st Marriage: Sandra Humphrey 
Children: 
alai. Scott Spooner 
aia2. Tracy Spooner 
Married: 
Children: 
ala2. Boy 


2nd Marriage: Miriam ? 
a2b. Larry Dale Spooner b.7-17-i1954 


a2c. Jo Etta Spooner b.9-24-1944 
Married: Jerri Hess Jr. 
Children: 
a2ci. Jerri “Tray” Hess III 
a2cz2. Jennifer Jo Hess 
a2c3. Matthew Hess 


Benjamin Franklin “Frank” Howell b.6-18-1891/d.6-10-1956 


(Shot and kilied his uncle, 
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George W. “Dick” Howell) 
Buried Howell] Missionary Baptist Cem., 
George Co., MS) 


Married 12-29-1918 George Co., MS 2/6: Cammie Finley 


Fa: Jesse 8. Finley b.1857 MS 
Mo: Malinda ? b.1856 MS 
(a) Daniel Crocket Finiey 6.1857 
Mar Bertie Howell 


(b) Cammie £—. Finley b.1901 AL 
(c) Jesse Rollin Finley b.1906 
Mar 5-1-1926: Lillie Bates 
Children: 
b1. Marvin Howell b.circa 1924 


b2. 
b3. 


b4, 


b5. 


1st Marriage 4-25-1942 George Co., MS 8/198: 
Louise Smith 
Fa: Robert Smith 
Mo: Ima 
2nd Marriage 8-31-1945 George Co., MS 13/412: 
Amelia Pauline Everett b.circa 1926 
Fa: W. F. Busby 
Mo: Lena 


Alvis Howel} 
Scarborough Howell 


Ora Lee Howell 

Married 9-10-1943 George Co., MS 10/272: Leon K. Dudley 
Fa: George A. Dudley 
Mo: Grace B. 

Children: 

b4a. Etta J. Dudley 

b4b. Evelyn Dudley 

b4c. Leon K. Dudley 

b4d. Kay E. Dudley 


Emerald G. Howell 
Married: Edith Taylor 
Children: 

b5a. Valerie Howell 


5. Ferdinand Snow b.10~24-1875 AL/d.4-7-1954 
Married 9-5-1911 Mobile Co., AL 43/569: 


Luella E. Gibson b.9-13-1892/d.4-22-1985 
Both buried Howell Missionary Bap. 
Church Cem., George Co., MS 
Fa: John C. Gibson b.circa 1854 
Mo: Rebecca “Beck” Havard b.2-1859 MS 
Married 9-26-1886 Jackson Co., MS: 
Fa: Thomas J. Havard Sr 6.1822 MS 
Mo: Clarissa Tillman 6.1825 
Fa: James Tillman bp. ca 1778 SC 


Children: 
Bertie Inez Snow b.circa 1915 


a. 


Married 9-21-1929 Mobile Co., AL 58/680: Harold Lyons 


Children: 

ai. James Lyons 
a2. Charles Lyons 
a3. Douglas Lyons 
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a4. Margie Nell Lyons 
All live in Atlanta, GA 


b. Owen W. Snow b.10-25-1917 
S Married: Thelma Pendarvis 
Children: 


b1. Donald Snow 
b2. Larry Snow 


c. Murble Snow b.5-8-1925 
Married Jackson Co., MS: Hammie Chavis b.4-10-19 
Cherokee Indian 

Children: 

c1. Rebecca Ann Chavis 6.3-6-1951 

c2,. Mary Carolyn "Winkie" Chavis b.4-13-1952 
Married Mobile Co., AL: Ricky Namislo 4-13-19 
Children: 
c2a. Amber Nicole Namisio b.4-29-1987 


c3. Sandra Jean Chavis b.1-10-1955 
Married: Rolf Bonnevier 


a. 


Catherine Snow 4-30~-1930/d.12-30-1932 

e. Vernal V. Snow b.5-8-1921/d.6-29-1926 Typhoid Fever 

Both buried Howell Missionary Bap. Church 
Cem., George Co., MS 


6. Theophilus Snow Jr. (Known as Arthur A. Snow) b.12-1880 AL/ 
Died in Meridian, MS 
© Married 3-17-1903 Mobile Co., AL 37/481: Ella Pierce 
b.circa 1890 
Children: 
a. Lewis Leon Snow b.circa 1907 
ist Marriage 6-13-1926 Greene Co., MS 93/115: 
Lillie Mae Lambert 
Children: 
al. Montez Snow 
Married: William Blalack 


2nd Married: Fiorence Odom 


e. Lula Belle Russell Snow b6.circa 1912 AL - In 1920 she was 
an inmate at the Prostant Orphan Asylum 


c. Myrtis Snow b.circa 1916 AL - In 1920 she was an inmate at 
the Prostant (?Protestant) Orphan Asylum 
d. Alice Snow 
The above 3 went to California 


b. William “Willie” Snow 
f. Infant son Wilmer Cem., Mobile Co,AL 
D. Ferdinand Snow 
Married: Martha Creel b.1830 
& Fa: Thomas B. Creel 


b.1806 SC/d.9-17-1849 
Lauderdale Co., MS 
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Fa: Thomas Creel 
b.1771 SC/d.1853 Jones Co., MS 
Mo: Elizabeth Dearman 
b.ca 1782 SC/d.ca 1855 
Jones Co., MS 
Mar: 1827 Jones Co., MS 
Mo: Elizabeth Evans 
b.1810 GA/d.1887 Washington Par., LA 
Fa: John Bannister Evans Sr 
Fa: John Evans 
Bro: Lemuel Evans 
Children: 
a. John Bannister Evans 
Lauderdale Co., MS 
Mar: Piety Blackwell 
Fa: Charles 8.. 
Children: 
1. Julia Ann 16 
Mar: Ira Creel 


2. Dollie 14 
3. Alfred 12 
4, Albert 12 
5. John 10 
6. Linfield 8 
7. Bannister 6 
8&8. Charles 4 


b. Elizabeth Evans 
Mar: John B. Creel 


Children: 

1. John S. Snow b.1850 

2. Marie S. Snow b.1854 
3. Mary A. Snow b.1856 

4, Rebecca S. Snow b.1858 


Winnie Snow 


Ursula (Ercella) Snow b.circa 1826 
Never Married 
Children: 
1. Washington William Snow b.10-30-1855 MS/12-26-1929 
Father: Unknown 
Married 12-11-1875 Mobile Co., AL 26/687: Winnie Lee 
b.12-1-1861 MS/d.12-8-1934 
Both buried Allentown Cem., Mobile Co., AL 
Fa: John Littleton Lee 
b.10-30-1836/d.2-26-1904 
Mo: Elizabeth Rebecca Rester 
b.1-10~1841/d.6-23-1906 
Allentown Cem., Mobile Co. 
Children: 
ja. Henry W. Snow b.circa 1857 
Married 1-31-1900 Mobile Co., AL 35/672: 
Ella Brunetty Cowart Howell 
b.circa 1880 MS 
Fa: Rufus H. Cowart 
b.11-30-1848/d.2~-7-1897 
Mo: Martha Jane Roberts 
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b.3-30-1857/d.9-13-1925 
Fa: Axion/Axum Roberts Jr 
b.1819 
Married 1850 
Mo: Mary Gardner b.1835 
1st Marriage 12~6-1896 Mobile Co., AL 34/377: 
Joseph H. Howell b.9-16-1875 AL/d,.6-21-1898 
Buried Allentown Cem., Mobile Co., AL 
Children: 
Jai. Amalee L. Snow b.circa 1804 AL 
Married 12-31-1923 Mobile Co., AL 54/337: 
Walter L. Powell 


ia2. Rufus Henry Snow b.circa 1906 AL 
Married 7-11-1928 Mobile Co., AL 58/60: 
Genevieve Stater 


1951 Indian Land claim of Mrs. Elizabeth Snow Logan Cowart 


John Snow & Winnie Williams - 6 Children 
1. Henry W. Snow Married —11a Cowart - 2 children 
(Henry W. Snow - Ella Howell 1-31-1900 Mobile Co. AL 35/672) 
Children: 
ja. Rufus Snow Married Jennie B. Smee 
1b. Amalee L. Snow 
Married 12-31-1923 Mobile Co., AL 54/337: 
Walter L. Powel] 


ib. Irene Snow b.9-2-1879/d.3-12-1951 
Married 10-23-1837 Mobile Co., AL 34/647: 
William Thomas Allen 6.8-4-1872/d. 
Both buried Allentown Cem., Mobile Co., AL 
Fa: W. T. Allen 
Mo: I. E. ?? 
Children: 
ibi. Albert L. Alden b.11-29-1902/d.12-8-1939 
Buried Allentown Cem., Mobile Co., AL 


1c. Euline (Erlene) “Eulie” Snow b.10~-27-1881/d.5-24-1951 
Married 11-19-1899 Mobile Co., AL 35/599: 
Daniel Webster McDuffy b.9~22-1878/d.813-1947 
Both buried Allentown Cem., Mobile Co., AL 
Children: 
1c1. Muriel Viola McDuffie b.8-11-1921 
1st Marriage 3-25-1939 Mobile Co., AL 65/378: 
Clarence Pomery Howell b.8-1-1917 
Fa: Elbert Ray Howell 
Mo: Anna Havens 
Children: 
tc1la. Clarence Darrell] Howell b.3-27-1946 
Bay Minette, Baldwin Co., AL 
1st Marriage 3-5-1965 Mobile Co., AL 108/9128: 
Shirley Ann Franklin 
Fa: Robert Eari Franklin 
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Mo: Mary Opal Jones 


2nd Marriage 3-25-1966 Mobile Co., AL 
111/610: Betty Ann Davidson 
b.12~-27-1944 
Fa: William Henry Davidson 
Mo: Susan Jarvis 


1lcib. Mae Jewell Howell b.circa 1940 
Married 1-14-1958 George Co., MS 46/669: 
Millard Fioyd Hammac Jr. b.circa 1939 
Fa: M. F. Hammac Sr. 
Mo: Irene V. 


2nd Marriage of CPH 8-2-1944 George Co., MS 11/484: 
Viola McDuffie bD.circa 1924 
Fa: Dan McDuffie 
Mo: Euline Snow 


id. Minnie Snow 
Married 11-20-1898 Mobile Co., AL 35/279: Charley McDuffy 


te. John Murdock Snow b.b6.11-1884 AL/d.6-1-1956 
Buried Pine Crest Cem., Mobile, AL 
Married 2-7-1907 Mobile Co., AL 40/294: Clara New 
b.circa 1889 
Children: 
fel. Clyde E. Snow b.1909/d.1-27-1955 
Buried Pine Crest Cem., Mobile, AL 


je2. Orville Earl Snow b.circa 1912 AL 
1st Marriage 9-5-1936 Mobile Co., AL 63/649: 
Edna Mae Potter 
2nd Marriage 9-6-1946 Mobile Co., AL 77/535: 
Loys Audrey Mitchel] 


1e3. Everett Murdock Snow - b.circa 1916 
1st Marriage 7-3-1939 Mobile Co., AL 65/503: 
Lois Elaine Gregg 
Children: 
le3a. Everett Murdock Snow Ur. 
Married 6-6-1964 Mobile Co., 106/7555: 
Alice Louise Lindstrom 


2nd Marriage: Mildred G. “Millie” b.6~8-1919/--- 
Her 2nd Marriage 


1f. Rosa Lee Snow b.7-28-1886/d.9-29-1945 
Married 12-17-1908 Mobile Co., AL 41/619: Eddie G. Brannan 
b.11-14-1879 AL/d.4-16-1959 
Both buried Wilmer Cemetery, Mobile Co., AL 
Fa: William J. “Bill” Brannan 
b.7-1850 MS/d.1925 
Buried Wilmer Cem., Wilmer, Mobile Co., AL 
Married 1-1-1879 Mobile Co., AL 28/53: 
Mo: Martha J. McCrary b.1849 TX 


1g. Onie May Snow 6.2-1888 AL 
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Married 2-24-1904 Mobile Co., AL 38/239: 
Milledge E. Becton 
Children: 


fgi. Wendell Becton b.circa 1806 AL 


ih. Elizabeth "“Bessie™ Snow b.8-1890 AL 
Married 7-21-1906 Mobile Co., AL 39/676: Roy Logan 


1i. Otto H. Snow b.2-8-1894/d.2-7-1969 
1st Marriage 12-18-1918 Mobile Co., AL 49/396: 
Gladys H. George b6.2-23-1900/d.4-23-1962 
Both buried Methodist Cem., Georgetown, AL 
Children: 
111. Raymond Earle Snow b.10-22-1919/d.11-29-1986 
Buried Methodist Cem., Georgetown, AL 
Married: Dot Glover 
Children: None 


112. Troy Leslie Snow b.12-13-1920/d.9-2-1984 
Buried Methodist Cem., Georgetown, AL 
Married: Mildred G. “Millie” ?? b.6-8-1919/-~- 
Children: None 


2nd Marriage 10-14-1962 Mobile Co., AL 102/4547: 
Katherine Curry Devan 


3rd Marriage circa 1968: Annie 0. Mizell 
b.1900/d.7-11-1996 
Buried Wilmer Cem., Wilmer, Mobile Co., AL 
ist Marriage 1-11-1928 Mobile 
Co., AL 57/498: Dewey Tanner 


1j. Grace A. Snow b.1-1896 AL 
Married 5-6-1928 Jackson Co., MS 18/322: Albert Allen 


1k. Lucille Becton Snow b.1-11-1907/1-6-1912 
Buried Altentown, AL 


G. Alexander Snow b.circa 1831 MS 
§-4-1860 census he (age 28) was living alone in Mobile 
Co., AL. He was living next to Robert Sanford, 
then Isaac Ryals and John Evans, his nephew. 


THE STATE OF MISSISSIPPI 
Jones County 


This indenture Made and entered into this first day of July in the 
year of our Lord one thousand Eighteen hundred and forty four with 
Elizabeth Snow and her two sons Aleczander Snow and Theophiluss Snow 
all of the County of Jones and State of Mississippi witnessett that 
the Said Elizabeth Snow for and in consideration of the love and 
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affection I have for My two Sons above named the Receipt where it is 
hereby acknowledged have give My bay Mare could pol and all of my 
cattle and hogs with My Mark brand and title there upon as follows 
with a swallow fork and under Saw set in each ear branded this ES to 
have and to hold Said property for ever in fee Simple and I 
Elizabeth Snow will for ever warrant the title of said property from 
me and My assigns for ever unto the Sons Eleczander Snow and 
Theophilus Snow there heirs and assigns for there own proper use 
benefit and be book where in I have here unto Set My hand and 
affisced My Seal this ist day of July A.D. 1844. 


Signed in the presents of us. 


Her 
John H. Powell J. P. Elizabeth "X" Snow Seal 
S. P. Wade Mark 
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"He that has no fools, knaves nor beggars in his family was begot by 
a flash of tightening." 
Seventeenth—century English Clergyman 
THOMAS FULLER 


SNOW FAMILY HISTORY 


John Snow b.circa 1775/d.circa 1841 Jones Co., MS 
(?)Married: Zilphia (Zepha) Cherry Williams (Choctaw Indian) 

This person may or may not have existed. It is more likely 
that Zilphia Cherry Williams and Elizabeth are the same 
person. This data was from "Genealogy of Snow Descendents as 
fited under the Choctaw tndian Claims -~--~ .' There are no 
confirmation documents at this time. However, the will of 
Elizabeth Snow states that Theophilus and Alexander Snow were 
her sons even though the above documents state that they are 
sons of Cherry Wiltiams. The census records do not indicate 
that John Snow took a second wife. 


Married: Elizabeth ? 
The grandson of Elizabeth and John Snow, John Evans, had blue 
eyes, although his likeness shows strong Indian features in 
the bone structure of the face. (Frances Evans had strong 
indian features as wel!.) Therefore, he had to receive a blue 
gene from both his father, Lemuel Jackson Evans, and his 
mother, Elizabeth "Eliza" Snow. it is reasonable to assume 
that John Snow had blue eyes with the recessive gene being 
passed to his descendents through his daughter, Elizabeth. 


Chitdren: 
A. Elizabeth "Eliza" Snow 
b.8-31-1815 MS/d.12-1-1886 Wilmer, Mobile Co., AL 
Buried Palestine Cem., Palestine, Mobile Co., AL 
Married after 1830: Lemuel Jackson Evans b.circa 1810 (census of 
1830 & 1840) (NC, Marietta, GA)MS/d.after 1846 
Meridian, MS (Between 1846 and 1850) 
Killed by a log falling on him at work in 


his sawmill at Meridian, Lauderdale Co., MS. 
Fa: Lemuel Evans b.circa 1770/1780 
Mo: Priscitla Williams b.circa 1785 (1786)NC 


Children: 
1. John Evans, Sr. b.11-21-1836 Jones Co., MS/d.2-—8-1905 
; Buried at Palestine Baptist Church Cemetery, Palestine, 
Mobile Co., AL 
(1900 Census gives birth date of 11-1836) 


License: 9-24~1862 Mobile Co., AL 19/322 
Witness: Jeremiah Pierce b.circa 1783 NC 
(Wife: Nancy ? b.circa 1800 GA) 
Married 9-29-1862 Wilmer, Mobile Co., AL 19/322: 
Nancy Charity Pitman 
b.4-1~-1845 Holmes Co., FL/d.3-4-1929 Wilmer, AL 
Died: interstitial Nephritis 
Buried at Palestine, AL 
Fa: Thomas E. Pitman b.circa 1813 SC 
Fa: I|saac Pitman b.circa 1767 NC 
Mo: Rutha ? b.1760 SC 
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Mo: Elizabeth Ward b.circa 1814 GA 


Children: 


Mary Missouri Evans b.6-21-1864/d.11-30-1954 
Married 12~30-1883 Mobile Co., AL: 
Charles Longstreet Griffin b.3-17—-1864/d.6-—5-1948 
Both buried Magnolia Cem., George Co., MS 


John Thomas Evans b.11-21-1865/d. 12-12-1939 
Married 5-4-1893 Mobile Co., AL 33/294: 
Ollie Bernelia Cowart b.7-3-1876/d.11-7-1933 
Both buried Eltington Cem., Wilmer, AL 


William Jackson Evans b.1-29-1867/d.12—-1—1946 
Married 1-5-1893 Jackson Co., MS: Nancy Caroline Howel | 
b.6-17-1870/d.9-—4-~1930 
Both buried Howeli Cem., George Co., MS 
Fa: Thomas Howell Jr. 
Fa: Thomas Howel | 
Mo: Frances "Frankie" Reeves 
Mo: Nancy Carolyn Parker 


Emily Frances Evans b.3-4-1869/d.12~6-1958 
Married (License date) 1-7-1890 Mobile Co., AL 32/169: 
Charles Nathan Pierce b.2-24-1864/d.12-6-1936 
Both buried Patestine Cem., Palestine, AL 


Joseph Pinkney Evans b.11-11-1871/d. 4-6-1945 
Married 12-23-1896 Mobile Co., AL 34/400: 
Mary Elvina "Mollie" Howell b.4-17-1877/d. 1-28-1963 
Both buried Palestine Cem., Palestine, AL 
Fa: James Benjamin Howell 
Mo: Alice C. Brown 


Nancy Elizabeth "Dollie" Evans b.2-11-1873/d.5-30-1964 
Married 7~15-1896 Mobile Co., AL 34/241: 
Tarleton Solomon Ward /11 b.12-31-1867/d.6-4-1936 
Fa: Tarleton Solomon Ward Jr. 
Mo: Rebecca Smart 


Leonard Lemuel Evans b.6-9-1875/d.5-22-1932 
1st Marriage 7-14-1901 Mobile Co., AL 36/483: 

Lena Alice Lowel | 
Children: None 


2nd Marriage 6-3-1903 Mobile Co., AL 37/571: 
Lucinda Huddleston Toomer b.7-17-1872/d.12-—1-1952 


Alice Almedia Evans b.7~7-1877/d.2-16-1960 


Ella Rosella Evans b.7-15-1879/d.4-9-1933 
Married 4-2-1918 George Co., MS: John Rufus Parker 
b.10-19-1869/d.12-12-1941 


Clarice Camilla Evans b.7-7-1881/d.5-12-1946 
Ist Marriage 2-6-1899 Mobile Co., Al: 
Lyman D. Tanner b.11-22-1879/d.6~-3~-1953 
Fa: John W. Dawson "Doss" Tanner 
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Mo: Emily Howell 
Fa: Thomas Howell Jr. 
Mo: Nancy Carolyn Parker 


2nd Marriage 3-1926 Grove Hill, AL: Urbin Elizah Jeffcoats 
Children: None 


k. Louls Westey "Pompy" Evans b.6~—3-1885/d.d.5-26-1960 
Married 6-21-1916 Mobile Co., AL: Alphild Helga Johnson 
b.1-19-1895/d.7-9-1988 


1. Ollie Evaline Evans b.9~3-1888/d. 2-1-1962 
Married 12-26-1909 Mobile Co., AL: 
George Armour "Roy" Reeves b.9-12-1888/d.4-28-1976 


Eliza Frances Evans b.1—-1840 (census 1850 age 10) 
Married: Rufus B. Parker b.10-9-1845/d.before 1900 
Fa: James Buchanan Parker b,2-14-1812/ 
d.after 10-16-1894 
Married: 6-12-1833 
Mo: Sarah Graham 
b.11-18-1818/d.after 1-9-1904 
Children: 
a. Rachel Parker 


b. John Rufus Parker b.10~-19-1866 (1870 on 1880 Census)/ d.12- 
12-1941 
Married 4-2-1918 George Co., MS: Ella Rosella Evans 
b.7-15-1879 


c. Elizabeth Parker b.circa 1872 MS 
Married: Rankin Lee 


d. Matthew Parker b.7-1873 -Died a young man, never married 


e. Emily Parker (Emma on 1880 Census) b.circa 1876 
Married 4-22~1899 Jackson Co., MS : Neal Pearce 


f. Ella Parker b.1-12-1881 AL/d.4-9~-1933 MS 
George Co., MS Death Record Age 53 
(Emma M. on 1880 Census and 6/12 yrs of age.) 
Married: James Allen Crooms b.1866 NC/d. 1-22-1934 
George Co., MS Death Record 
Both buried Evans-—Croom Cem., George Co., MS 
Fa: Thomas J. Croom b.NC 
Mo: Miss Moore b.NC 
His 1st Marriage: Florence Evans 
b.12—11-1879 Jackson Co., MS/d.7-27-1913 
Fa: Tira J. (Tyra) Evans 
b.3-18-1844/d. 1-18-1897 
Mo: Laura Hinton b.3-8~1852/d.5-4—-1930 
Fa: Jesse Hinton 
Mo: ? Brewer 
Children: 
a. Gertrude Crooms b.circa 1898 
b. Florence Crooms b.circa 1900 
c. Laura Lots Crooms 
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b.7-29-1904/d.7-6-1906 


d. Nettie Mae Crooms b.circa 1907 


1st Mar: 


2nd Mar: 


Willie Brannan 1903/1930 Died 


tra Martin Brannan 
Mary Ann Havard 


Fa: 
Mo: 


Hardy Devoe Vise 


e. Baby daughter b.1910 


f. Male 


Infant d.7-13-1913 Age 12 hours 


George Co., MS Death Record 


Infant daughter b&d 7-12-1919 (7?) 


g. 
All buried Evans—Croom Cem., 


Children: 
f1. 
g. Charity Parker b.8-1883 


3. Lemuel Pinkney Evans b.circa 1844 
4. Theophilus J. Evans b.circa 1846 


Jackson 
MS, 


After the death of Lemuel 
moved back to Jones County, 
census 
b.circa 1820, and his family. 
appear to be Ercella Snow b.circa 
Rany Thomas in 1850, 
with Or. 
1850. 
broken up housekeeping (or she, 
is not found in the Mississippi 
children are 
of 1860 Eliza Evans 


ox cart and brought them to Palestine, 
where members of her family had migrated. 
Theophilus “Bud" Snow, 
lived across Flat Creek near the Ryals and Dossett 


her brother, 
She 
famities. These names are common 
from that era. It 
before moving to Alabama, 


William Snow b.circa 1820 

Married: Harriet ? b.circa 1826 MS 
Children: 

1. John Snow b.circa 1843 MS 

2, Eliza Snow b.circa 1845 MS 

3. Mary Snow b.circa 1847 MS 

4. William Snow b.circa 1850 


"Bud" Snow b.8-1832 MS 
Original 
Married 2-13-1862 Mobile Co., 


Theophilus 


Fa: 

Fa: 

Mo: Emlay -ay 
Mo: Susie Delaney 


living next to her brother William Snow, 
Other members of her family 


and Atexander Snow b.circa 1831 
John Moody and his new bride Caroline [age 15] 
John Snow died about 1841 and apparently his wife had 
too, 
1850 census, 
living with other families. 
foaded her family and possessions 


Andrew Jackson (Choctaw 
Francis Marion Jackson 


George Co., MS 


Stillborn femate d.8-10-1919 
George Co., 


MS Death Record 


Both died in the Civil War 


from measles 


Evans, Eliza Snow Evans 
where she is found in the 1850 
a farmer, 


1826, living with Rebecca & 
Living 
in 


died before 1850) for she 
and the younger 
Prior to the census 
into an 
Mobile County, Alabama, 
Tradition states 
lived in the area. 


in the Jones County census 


is possible that Eliza knew these people, 
as well. 


Postmaster of Wilmer 
AL 19/213: 


Sarah Ann Jackson 
b.5-1837 MS 
Indian) 


(?May) (?Kay) 


Page 23 of 48 


Pascagoula Public Library 
Local History & Genealogy Dept. 
Snow Family 


5 


Chitdren: 
a. Hester Ann Jackson 
Married 4-15-1866 Mobile Co., AL 22/7: 
Hansford Dunkin Dossett 
7? Fa: Thomas Barefoot 
Mo: Dossett 
b. Sarah Ann Jackson 
Married 2-13-1862: Theophilus Snow 


c. Susan Jackson 


Children: 

1. Jerry Snow b.circa 1860 (1870 Mobile Co., AL Census) 
2. Susan Snow b.circa 1862 (1870 Mobile Co., AL Census) 
3. Francis Marion Snow b.7-1862 AL 


Postmaster of Wilmer 
ist Marriage 9-6-1883 Mobile Co., AL 29/570: 
Martha Fatima Mizei! b.12-1862 MS 
Grandmother: Chirkupuma, a Choctaw 
Indian 
Children: 
a. Walter L. Snow b.11-4-1885 AL/d.4—-2-1911 
wow Wilmer Cem., Mobile Co., AL 
Married 1-6-1907 Mobile Co., 40/235: Sophia E. Brannan 
b.1890/d. 
Buried Unmarked grave in Wilmer 
Cem., Wilmer, Mobile Co., AL 
Fa: Jesse Brannan b.circa 1843 
Greene Co., MS/d.12-24~-1928 
Buried Wilmer Cem., Wilmer, 
Mobile Co., AL 
Mo: Tabitha Metilha Bitha Rouse 
b.1855/d.1-1928 
Buried in Ellington Cem., MS 
Her 2nd Marriage 7-16-1914 Mobile Co., 
46/141: Joseph Edard Strachan 
No children 
Children: 
a1. Willie Mae Snow 
Married 7-23-1926 Mobile Co., AL 56/390: 
Walter Calloway Mayes 
Children: 
ala. Walter Calloway Mayes Jr. 
Married 6-22-1948: Hetty Rae Chambliss 
Children: 
atai. Edward Eugene Mayes 
ala2. Gary Michael Mayes 
ala3. Donna Lynn Mayes 


aib. Lemerle Mayes 
ist Marriage: Hubert Jackson Black 
Divorced 
Children: 
aib1. LeAnne Black 
aib2. Hubert Jackson Black, Jr. 


2nd Marriage: Maury Hamilton 
Divorced 
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Children: 
aib3. Tempe Hamilton 


atic. Charles Edward Mayes 
Married: Lorraine Bannik of Baltimore, MD 
Children: 
ci1c1. Denise Mayes 
cic2. Charles Edward Mayes, Jr. 


aid. Eugene Mayes — Deceased 


ale. Louie Lee Mayes 
Married: ? 
Children: 1 


Louie Lamar Snow b.4-22-1911 Wilmer, Mobile Co., AL 
/d.1-29-1940 Hot Springs, AS 
Buried Magnolia Cem., Mobile, Mobile Co., AL 
Married 1-25-1936 Mobile Co., AL 63/333: 
Daisie Eleanor Dowling b.11-11-1912 
Mobile, Mobile Co., AL 
Fa: Harry Wentworth Dowling 
b.2-10-1879 Algiers, LA/ 
d.11-22—1957 Mobile, AL 
Married: 11-9-1910 
Mo: Sarah Jane McCoy 
b.2-14-1885 Mobile, AL/ 
d.10-4-1971 Mobile, AL 
Children: 
a2a. Louie Lamar Snow Jr. M.D. 
b.10~24-1936 Mobile,AL 
Married 11-28-1958 Decatur, AL: 
Glenda Stuart McRae 
b.9-5-1937 Decatur, Morgan Co., AL 
Children: 
a2a1. Jeffrey Lamar Snow 
b.11-1-1959 Decatur, AL/ d.12-31-1991 


a2a2. David McRae Snow b.7~24-1961 Mobile Co., AL 
Married 2-1-1986 Santa Monica, CA: 
Michelle Elaine Mirander 
b.7-13-1959 Kingston, Jamaica 
Children: 
a2a2a. Cassandra Erin Snow b.1986 
a2a2b. Alexandra Kateland Snow b.1988 


a2a3. Ashley Dowling Snow 
b.3-20-1967 Ft. Stewart, GA 
Married 11-25-1988 Mobile Co., AL: 
Richard Channing Flowers b.4-9-1966 
Children: 
a2a3a. Cailey Channing Flowers b.1989 


a2b. Beverly Ann Snow b.3-5-1939 Hot Springs, AS 
Married 10—3—1959 Mobile Co., AL 95/543: 
Robert Max Balch 
b.7-18-1938 Eldorado, KA 
Children: 
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a2b1. Robert Kevin Balch b.11-27-1960 Orange, CA 
Married 8-~1~1990 St. Augustine, FL: 


Children: 


Ellen Bearden 
b. 10-25-1958 St. 


Augustine FL 


a2b1a. Leda Eleni Balch b.1991 


a2b2. Maria Angelique Balch 


b.1-26-1962 Orange. CA 


Married 3-24-1983 Manassas, 


VA: Ed Reyes 


b.7-2-1960 Manila, Philippines 


Children: 


a2b2a. Edmond Reyes 1983 -— Twin 
a2b2b. Robert Reyes 1983 — Twin 


a2b3. Elizabeth Dowling Balch 


b.4—15-1968 Pensacola, FL 
Married 11-30-1991 Manassas, VA: 
Bradley James Schmidt 
b.11~29-1966 Springfield, {tL 


Children: 
a2b3a. 


James Loren "Jamie" 


Balch b.1987 


2nd Marriage of Sophia Brannan 7-16-1914 Mobile Co., AL 


46/141: 
No Children 


Lula E. Snow b,.7-1887 AL 


Married 12-26-1909 Mobile Co., AL 42/393: 


Burton L. 

Children: 
b1. Earl Williams 

Married: ? 
b2. Burton Williams Jr. 

Married: ? 

Children: 

b2a. Judy Anne Williams 
b3. Carey Williams 


b4. Ruby Williams 
Married: Estes ? 


b5. Onie Mae Williams 
Married: ? Blevens 
Children: 


bS5a. Hubert Wayne Blevens 


Daniel W. Snow b.9-1889 AL 
Married: Adeline Visonneaw 
Children: 
c1. Cecelia Martha Snow 
Married: Jack Pearce 
Children: 
cta. Jack Pearce 
ctb. Dan Pearce 
etc. William F. Pearce 


Joseph Edard Strachan 


Williams 
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c2. Vivian Faye Snow 
Married: Edgar M. Derrick 
Children: 
c2a. Milton Andrew Derrick 
c2b. Cecelia Derrick 


c3. Daniel W. Snow Jr. 
Married: Evelyn Pearce 
Children: 
c3a. Betty LaVern Snow 
c3b. Daniel W. Snow I1i 


Pear! Louisa Snow b.1~1891 AL/d.5-3~—1973 


Married 7—4-1914 Mobile Co., AL 46/124: John M. Carr 


Mary Gertrude Snow b.5-—1893 AL/d. 


Married 11-23-1911 Mobile Co., AL 43/644: Claude W. Pierce 


Chidren: 
e1. Homer G. Pierce 


1st Marriage 4-22-1931 Mobile Co., AL 60/111: 
Laura Remoitel! 


Children: 

eta. Mary Delores Pierce 
ist Marriage: ? Madison 
Children: 


ela1. Laura Madison of Vallejo, CA 


2nd Marriage: ? Hall 


eib. Carolyn Jean Pierce 


Married: Sullivan Gambone of Richmond, CA 


Children: 

e1b1. Douglas Gambone 
eib2. Patricia Ann Gambone 
e1b3. Laurie Gambone 

eib4. Karen Marine Gambone 


eic. Donald Ray Pierce Res: Beaumont, 


Married: Danna ? 

Children: 

e1ci1. Tracey Pierce 

e1c2. Donald Ray Pierce, Jr. 


2nd Married: Mildred Kitchen 
Divorced 


eid. Cecele Pierce Res: Houston, TX 
ele. Ronald Pierce Res: Houston, TX 


e2. Claudia Gertrude Pierce 
ist Marriage: Eddie Eltkart 
Children: 1 
2nd Marriage: ? 


e3. Douglas Pierce 


Married 4-25-1923 Mobile Ca., AL 53/589: 


e4. Milton L. Pierce 


TX 


Mary Cowart 
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Married: Ann ? 
Children: 2 


f. Burt M. Snow b.8-1895 AL No descendents 


g. Willie B. Snow (m) b.4-1900 AL 
Married: Ada ? 
Children: 
c4a. Billy Snow 


2nd marriage of Francis Marion Snow 9-20-1917 Mobile Co., AL 
48/352: Mary Elizabeth White b.circa 1896 MS 
Children; 
h. Francis Marion Snow Jr. b.circa 1918 AL 
Married 1~11-1942 Mobile Co., Al 68/73: Sarah Eliza Huff 
Children; 
h1. Sally Elizabeth Snow 
Married 8-7-1963 Mobile Co., AL 104/6003: 
James Morgan Hopper 


h2. Nancy Suzanne Snow 
h3. David Warren Snow 
h4. James Francis Snow 


i. Harold A. Snow 
Married: Eloise Dean 
Children: 
i1. Robert E. Snow 
i2. Marianne Snow 


Mary Elizabeth Snow b.10-9-1865/d.6~25~-1891 (Part Creek 
Indian) 
Buried Wilmer Cem., Mobile Co., AL 
Married 1-6-1887 Mobile Co., AL 31/46: 
Thomas Jefferson "Jeff" Howell b.5~6-1872/d.6~-21-1936 
Fa: Thomas Howell Jr b.8—26-1831/d.2~—~14-1920 
Operated Howell's Ferry on Dog River 
Mo: Nancy Parker b.3-1-1836/d.10-12-1896 
Both buried Howell Cem., George Co., MS 
Children: . 
a. Lottie (Lotta) Howell! b.10-22-1890 (10-1889) /d.7-27-1962 
Married 3~11-1911 George Co., MS 1/37: Elbert L. Spooner 
b.2-5-1894/d.3-18-1971 
Both buried Howell Miss.Bap.Cem., 
George Co., MS 
Fa: Wytie Albert Spooner 
b.8-16-1870/d.12-1-1938 
(Half Brother: George Mills) 
Fa: William "Billi" Spooner 
Mo: Mary Elizabeth "Mamie" Pierce 
b.8—-13-1874/d. 10-12-1956 
Children: 
1. Elbert b.circa 1894 
Charles b.1896 
lla b.circa 1897 
Webster b.circa 1898 
Cammie b.circa 1900 
Willis b.circa 1902 


Mas wo 
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7. Florence b.circa 1904 
8. Marvin b.circa 1906 
9. Elton b.circa 1908 
Chitdren: 
a1. Etta Mae Spooner b.7-5-1912 
(Joined the Creek !ndian Nation) 
Married 12-2-1933 Mobile Co., AL 61/665: 
Joseph Woodrow Dossett Sr 
b.9-25-1912 (Also with Indian ancestry.) 
Fa: Homer Franklin Dossett 
Fa: Hansford Dunkin Dossett 
Mo: Hester Ann Jackson 
Mo: Martha Geneva Blackledge 
Children: 
ala: Eunice Elaine Dossett b.5~22-1936 
Married: Tillman Wright 
Children: 
ala1. Towana Anne Wright 


aib. Woodrow Dossett Jr. b.4~—7-1943 
Married: Elizabeth Davis 
Fa: Ed Davis 


Children: 
alibi. Tina Michelle Dossett 
Married: John Tanner 
Fa: Dawson Tanner 
Fa: Roy Tanner 
Mo: Ellen Maples 
Mo: Lillie Mae Kyle 
aib2. Joey Edward Dossett 
Married: Tracy Spooner 


a2. Emmett Spooner b.9-17~-1914 
Married: Marthelma Tanner 
Children: 
a2a. Richard Emmett Spooner b. 5-19-1942 
ist Marriage: Sandra Humphrey 
Children: 
atat. Scott Spooner 
ala2. Tracy Spooner 
Married: 
Children: 
ala2. Boy 


2nd Marriage: Miriam ? 
a2b. Larry Dale Spooner b.7~17~1954 


a2c. Jo Etta Spooner b.9~-24~-1944 
Married: Jerri Hess dr. 
Children: 
a2c1. Jerri "Tray" Hess {tI 
a2c2. Jennifer Jo Hess 
a2c3. Matthew Hess 


b. Benjamin Franklin "Frank" Howell b.6-18-1891/d.6~10~1956 
(Shot and killed his uncle, 
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George W. "Dick" Howell) 
Buried Howell! Missionary Baptist Cem., 
George Co., MS) 
Married 12-29-1918 George Co., MS 2/6: Cammie Finley 
Fa: Jesse S. Finley b.1857 MS 
Mo: Malinda ? b.1856 MS 
(a) Daniel Crocket Finley b.1857 
Mar Bertie Howell! 
(b) Cammie E. Finley b.1907 AL 
(c) Jesse Rollin Finley b.1906 
Mar 5-1-1926: Lillie Bates 
Children: 
b1. Marvin Howell b.circa 1924 
ist Marriage 4-25-1942 George Co., MS 8/198: 
Louise Smith 
Fa: Robert Smith 
Mo: Ima 
2nd Marriage 8-31-1945 George Co., MS 13/412: 
Amelia Pauline Everett b.circa 1926 
Fa: W. F. Busby 
Mo: Lena 


b2. Alvis Howel | 
b3. Scarborough Howel | 


b4. Ora Lee Howell 

Married 9-10-1943 George Co., MS 10/272: Leon K. Dudley 
Fa: George A. Dudley 
Mo: Grace B. 

Children: 

b4a. Etta J. Dudley 

b4b. Evelyn Dudley 

b4c. Leon K. Dudley 

b4d. Kay E. Dudley 


b5. Emerald G. Howell 
Married: Edith Taylor 
Children: 
b5a. Valerie Howell 


Ferdinand Snow b.10-24-1875 AL/d. 4-7-1954 
Married 9-5-1911 Mobile Co., AL 43/569: 
Luella E. Gibson (b.9-1894) b.9-13-1892 
Both buried Howell Missionary Bap. 
Church Cem., George Co., MS 
Fa: John C. Gibson b.circa 1854 
Mo: Rebecca "Beck" Havard b.2-1859 MS 
Married 9-26-1886 Jackson Co., MS: 
Fa: Thomas J. Havard Sr b.1822 MS 
Mo: Clarissa Tillman b.1825 
Fa: James Tillman b. ca 1778 SC 
Children: 
a. Bertie Inez Snow b.circa 1915 
Married 9-21-1929 Mobile Co., AL 58/680: Harold Lyons 
Children: 
a1. James Lyons 
a2. Charles Lyons 
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a3. Douglas Lyons 
a4. Margie Nell Lyons 
All live in Atlanta, GA 


b. Owen W. Snow b. 10-25-1917 
Married: Thelma Pendarvis 
Children: 
b1. Donald Snow 
b2. Larry Snow 


c. Murble Snow b.5-8-1925 
Married Jackson Co., MS: Hammie Chavis b.4—-10-—19 
Cherokee Indian 

Children: 

c1. Rebecca Ann Chavis b.3~6-1951 

c2. Mary Carolyn "Winkie" Chavis b.4-13-1952 
Married Mobile Co., AL: Ricky Namislo 4-13-19 
Children: 
c2a. Amber Nicole Namisio b.4~29-1987 


c3. Sandra Jean Chavis b.1-10-1955 
Married: Rolf Bonnevier 


a 


Catherine Snow 4—30~1930/d. 12-30-1932 

e. Vernal V. Snow b.5-8-1921/d.6-29-1926 Typhoid Fever 

Both buried Howel! Missionary Bap. Church 
Cem., George Co., MS 


6. Theophilus Snow Jr. (Known as Arthur A. Snow) b.12~-1880 AL/ 
Died in Meridian, MS 
Married 3-17-1903 Mobile Co., AL 37/481: Ella Pierce 
Children: 
a. Lewis Leon Snow 
1st Marriage 6-13-1926 Greene Co., MS 9/115: 


Lillie Mae Lambert 
Children: 
a1. Montez Snow 
Married: William Blalack 
2nd Married: Florence Odom 
b. William "Willie" Snow 
c. Myrtis Snow b.circa 1916 AL - In 1920 she was an inmate at 


the Prostant (?Protestant) Orphan Asyium 
d. Alice Snow 


e. Lula Belle Russell Snow b.circa 1912 AL — In 1920 she was 
an inmate at the Prostant Orphan Asylum 
The above 3 went to California 


f. Infant son Witmer Cem., Mobile Co,AL 
Ferdinand Snow 
Winnie Snow 


Ursula (Ercella) Snow b.circa 1826 
Children: 
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Washington William Snow b. 10-30-1855 MS/12~26-1929 
Father: Unknown 
Married 12-11-1875 Mobile Co., Al 26/687: Winnie Lee 
b.12-1—-1861 MS/d.12-8-1934 
Both buried Allentown Cem., Mobile Co., AL 
Fa: John Littleton Lee 
b.10-30-1836/d.2-—-26-1904 
Mo: Elizabeth Rebecca Rester 
b.1—-10-1841/d. 6-23-1906 
Altentown Cem., Mobile Co. 
Children: 
ta. Henry W. Snow b.circa 1857 
Married 1-31-1900 Mobile Co., AL 35/672: Ella B. Howell 
b.circa 1880 MS 
Children: 
Jal. Amalee L. Snow b.circa 1904 AL 
Married 12-31-1923 Mobile Co., AL 54/337: 
Walter L. Powell 


1a2. Rufus Henry Snow b.circa 1906 AL 
Married 7-11-1928 Mobile Co., AL 58/60: 
Genevieve Slater 


1b. trene Snow b.9-2~1879/d.3—12-1951 
Married 10-23-1897 Mobile Co., AL 34/647: 
William Thomas Allen b.8-4—1872 


1c. Erlene (Euline) Snow 
Married 11-19-1899 Mobile Co., AL 35/599: Danie! McDuffy 


1d. Minnie Snow 
Married 11-20-1898 Mobile Co., AL 35/279: Charley McDuffy 


Je. John Murdock Snow b.b.11-1884 AL/d.6-1-1956 
Buried Pine Crest Cem., Mobile, AL 
Married 2-7-1907 Mobile Co., AL 40/294: Clara New 
b.circa 1889 
Children: 
tel. Clyde E. Snow b.1909/d.1-27-1955 
Buried Pine Crest Cem., Mobile, AL 


1e2. Orville Earl Snow b.circa 1912 AL 
ist Marriage 9-5-1936 Mobile Co., AL 63/649: 
Edna Mae Potter 
2nd Marriage 9-6-1946 Mobile Co., AL 77/535: 
Loys Audrey Mitchel! 


1e3. Everett Murdock Snow ~— b.circa 1916 
ist Marriage 7-3-1939 Mobite Co., AL 65/503: 
Lois Elaine Gregg 
Children: 
Je3a. Everett Murdock Snow Jr. 
Married 6-6-1964 Mobile Co., 106/7555: 
Alice Louise Lindstrom 


2nd Marriage: Mildred G. "Millie" b.6-8-1919/--- 
Her 2nd Marriage 
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1f. Rosa Lee Snow b.7-28-—1886/d.9-29-1945 
Married 12-17-1908 Mobile Co., AL 41/619: Eddie G. Brannan 
b.11-14-1879 AL/d.4-16-1959 
Both buried Wilmer Cemetery, Mobile Co., AL 
Fa: William J. "Bill" Brannan 

b.7-1850 MS/d.1925 
Buried Wilmer Cem., Wilmer, Mobile Co., AL 
Married 1-1-1879 Mobile Co., AL 28/53: 

Mo: Martha J. McCrary b.1849 TX 


1g. Onie May Snow b.2-1888 AL 
Married 2-24-1904 Mobile Co., AL 38/239: 
Milledge —. Becton 
Children: 
1g1. Wendell Becton b.circa 1906 AL 


th. Elizabeth "Bessie" Snow b.8-1890 AL 
Married 7-21-1906 Mobile Co., AL 39/676: Roy Logan 


1i. Otto H. Snow b.2-8-1894/d. 2-7-1969 
1st Marriage 12~18-1918 Mobile Co., AL 49/396: 
Gladys H. George b.2-23-1900/d.4-23-1962 
Both buried Methodist Cem., Georgetown, AL 


Children: 
1i1. Raymond Earie Snow 10~-22-1919/11-29~-1986 
Married: 


112. Troy L. Snow b.12-—13-1920/d.9~2-1984 
Buried Methodist Cem., Georgetown, AL 
Married: Mildred G. "Millie" ?? b.6-8-1919/-—-- 


2nd Marriage 10-14-1962 Mobile Co., AL 102/4547: 
Katherine Curry Devan 


3rd Marriage circa 1968: Annie O. Mizell 
ist Marriage 1-11-1928 Mobile 
Co., AL 57/498: Dewey Tanner 


1j. Grace A. Snow b.1-1896 AL 
Married 5-6-1928 Jackson Co., MS 18/322: Albert Ailen 


tk. Lucille Becton Snow b.1-11-1907/1-6-1912 
Buried Allentown, AL 


G. Alexander Snow b.circa 1831 


Page 33 of 48 


Pascagoula Public Library 
Local History & Genealogy Dept. 
Snow Family 


15 


THE STATE OF MISSISSIPP} 

Jones County 

This indenture Made and entered into this first day of July in the 
year of our Lord one thousand Eighteen hundred and forty four with 
Elizabeth Snow and her two sons Aleczander Snow and Theophiluss Snow 
all of the County of Jones and State of Mississippi witnessett that 
the Said Elizabeth Snow for and in consideration of the love and 
affection | have for My two Sons above named the Receipt where it is 
hereby acknowledged have give My bay Mare could pol and all of my 
cattle and hogs with My Mark brand and tittle there upon as follows 
with a swallow fork and under Saw set in each ear branded this ES to 
have and to hotd Said property for ever in fee Simple and |! 
Elizabeth Snow will for ever warrant the title of said property from 
me and My assigns for ever unto the Sons Eleczander Snow and 
Theophilus Snow there heirs and assigns for there own proper use 
benefit and be book where in |! have here unto Set My hand and 
affisced My Seal this ist day of July A.D. 1844. 


Signed in the presents of us. 


Her 
John H. Powell J. P. Elizabeth "X" Snow Seal 
S. P. Wade Mark 
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(1} Geneology of the Snow Desgendents ae filed under the Choctaw Indian Claine 
. by Lawyor Welz, Philadelphia, Mississippi. 


The Glieima were filed under three separate Indian names which ali Link to 
the SNOW Semily. 


CLATS NUMBER ONE: 
(Zepha?) Gherry Whiltems was a Chootaw Indian and she married John snow 
and they had five children aa follows: 


i. Theophilus Snow 

2. Ferdinand Snow 

3. Alexander Snow : 
&e Ureuia Snow 

§ Wionie Snow 


oa 


andrew Jackson, Ghootaw Indien, was the aon of Francis Marion Jackeon who 


married Enley Muay, - 


Amdrew facksen married Susie Delaney and they had one daughter named 
Sarah Aut Jackson. 


Sarah Aun Jackson married Theophilus (Bud) Snow and they had four children 
as follows: - 


1. Franoig Marion Snow (Deecased) 

2. ¥Yerdinand Snow 

3. Thoophilus Gnow, but known a8 arthor Snow 
he Mary Snow (Deceased) 


GLADE NOMBEit THREE ; 


This claim was filed tn 1910 in Bay 8t. Louis, Mississippi, tn addition to 
being filed again in Philadelph&a, Mise, with the above two claims. 


Chizkupuma was a Choctaw Indian and her grand-daughter, Nartha Fatima 
Mizell married Francis Marion Snow. Francis Marion Snow was married two times. 
jn his second marriage he was married to Mary £, White. In his firat marriage 
he tad seven children as follows; 


ade Walter Snow = ie te 
2e Yale Snow 

3. Daniel Snow 

he Pear), Snow 

B. Mary Snow 

6. William Snow 

9, Bard Snow (Diseased out no heirs) 


Ma the second marriages of Francia Marion Snow to Wary 3, White they had 
two children aa follows, Franoiea Merion Snow, Jx., mc Harold A. Shows 


@. Francia Kerion Snow, Jr. 
9. Haroid A. Snow 
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DIRHCT SNOW LINE 


~ (cephe?) Oherzy Wiliiems was a Chootaw Indian and she married gon Snow oné 
- they had five children as follows: 


i. Theophilus snow 
2. Ferdinand Snow 
3, Alexander Snow 


4. Urevla Snow 
5, Winnie Snow 


Sateh ann Jackson, deughter of Andrew Jackson, Choctaw Indian, who married 
Guaie Delaney, married Theophilus Snow ané they had four ghildren as follows: 


1. Franols Hazion Snow (Dessased) 
2. Ferdinand Snow _ 
3. Thoophiiue Snow, Sut known as Arthur Snow 


ke Maxy Snow, Deceased 


it {decegned), married Hertha Fatima Mizell, first 
geven ohil = | 


& Wiliianm Snow 
7- Suxrt Snow (Deceased and no heirs) 
FRANCIS MARION SNOW, SECOND WAGRIAGH, to Hary BE. White: 
8, Francis Harion Snow, gr. 
9, Harold A, Satw 


de 


dren a8 follows: 


Walter L. Snow (denesased) married Sophia Brannan 4 
they had two ohildron as follows: 


Z. Whittle Nae Snow 
2. Leute Lamer Leander Snow 


i. Wilite Mae Snow married Walter Galloway Meyes 
and they had five children as follows: 


le 


B« 


‘Walter Galloway Mayés, Jr. ond He married 


Betty Hae Chanibliss, Juno 22, 1946, ma 
they have three ohiidren aa follows: 


i, Edward Hugens Mayes 
Ze ary Michael Mayes 
3. Donna Lynn Mayes 


Leerie Mayes, first marriage, Hubert Jack aor 
Black ant they had two children as follows: 


1. ednne Black . 
2+ Huabdert Jaeckaon Black, Jr. 


YaMerhe Kayes Blank, aecond marriage was to 
Morris Hanilton and they heave one child: 


le Touple Le Hantiton 
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(3) 
3. et Edward Mayes and he married Lorraine 


Bd. timexe, Maryland, nad they have 
HD children 4% follows: 


i. Denise Mayss 
2, Uhavles Haward Mares, rs 


ie Tegens Kayes, Deoeased 
5, Louie Lae Kayes 


2e loule Lanwer Leander Snow, and he married Dalsie 
Eleanor Dowling, Jan. 25, 1936, Mobile, md they 
had two children as follows; 


%. Lovle Lamar Snow, dr., who is now a Deotor 
or Bedioine, and do married Glenda Stewart 
Hokee of Decatur, Ala. and they have two 
aa et as hae - ehilaren as follows: — - 2 


ie Jeffrey Lauay cnow 
Ze David Moka Snow 


2e Beverly Aun Svow, born Hot Springs, Ark., 
moved te Mobile following death of L. Le 
Saow, Sr., and ahe married Robert Mam Balch 
of Tiftorade, Kansas, A Captain in the U. de 
Beach phot aad they have two children ap 
ollews: 


i.e Robert Kevin Batch 
2@e Maria Angelique Balch 


Ze Pearl 1. Snow, and she in Givorou@ and no ohftldren, 


3. ary G. Fierce and spe married Claude Pierse and they had 
four ohildren as follows: . 


ase Homer 0, Fierce 
@ Claudia 6, Fierce 
3e Milton Plerce , 
eae “be Dougles Pleres {Neveused} Se Soe wa 2 


2d» Homer C. Plerse, who in ale first uerriene wae 
married to Laura Vonnenortell, whom he & vorced 
but they had three ehilidren as follows: 


Le Magy Delores Pierce who first married 
Kedlson, and is how married te 
Hall, and Delores anc first husband had 
two children as follows: 


is Laure Madiaon, Valiejo, California 
2. Daniel Madison 


#e Carolyn Jeen Flerce ané aie married sullivan 
Ganbone, Riehbmond, California and they hey 
four ondidren as followa: 


2- Douglas Ganbone 
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(4) + SHO’ MNROLOTY 


2. Patricia: Ann Gambons 
3, Laurie Gambone 
_&s Karen Marle Gambons 


3. Ponald Ray Plerce and he married fonna end 
they live in Beawnont, Texas and have tuo 
dran es follows; 


de Pei f 
2. Yoneald hay Plorca, 7r, 


{a) In the second marriage of Homer O,. Plerce he married 
sildred Xitohen and they have yf children: (3) 


1. Geolis Pierce 3. lynn Warner Pierce 
Be Ronald Plerce 


1. Caoile Ficros married a Casper and they 
have one child as fellows: 


ly Pavnl Iynn Gasper 
@e Monald Pierce = winerri od 
3. Lynn Warner Pleroe « upmarried 


2e Claudin G,. Plerce and sho married Widle Plkors 
and they had one ontid, desesased, and they are 
aivoraods 


3. Milton Plercs and ha married ann DeAgusetine and 
they have ane child as follows; 


1. Dianne Judith Lynn Pierce 
&e Douglas Pierce, dsseased, 


be Daniel w. Snow (Geceased) sad he marricd Adelina Vissomneay 
ang they hat three children aa follows; 


ae Gecilia Martha Snow 
@. Vivian faye Gnow 
3+ Daniel ©, Snow, dre 


ly Cacdhis Martha Snow married Jack Pearce and they 
had three ehtidren as follows: 


io Tank Pearce, Irs 
Ze Daniel Gnow ergs Po a 
3. Whilion f, Pearce 


ELIF AER POAEOEL SF / 


2. Vivien Faye Snow marriea€ Rdgar B, Derriok and 
they have tares obiidrer as follows: 
de Milton Agé@rew Derrick 

Re oo Dorrick 


* 
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3, Naniel WV. Snow, Jr, and he marftied Evelyn Pearce 
and they heve four ehildren as follows: 


i. Betty LaVern Snow 
Be re aaa W. Snow, ZiT 
? 


he (7 


§ Wiligan B. (Willie) Snow and he married Ada (last name unknown) 
. and they had one child aa follows: a : 


i, Wilitem (Billy) Snow 


6, Inula E, Snow and she married Berton L, ‘lldieams and they 
have five children as follows: 


3, Earl Wiliidens 
2. Herton Williens, Jr. 
3. Carcy Wiilians 
4, aby Wiliiams 
5. nie Mee Williams 
1. Barl Williams married {?f 


2. Berton Williams, Jr, and he married (¢) 
and they have one chiid eas follows: 


1. dudy anne Wiiliams 
3. Carey Williens 
ke Ruby Williams and she married Estes ? 


& Onie Mee Williams married ? Blevins and 
they have one child as follows; 


lh. Hubert Wayne Blevens 
7- Bart Snow, deceased, no descondenta, 
(Number one: FRANCTS MARION SNOW: continued) in the ascond marriage, he marrie< 
Mary E. White and their ehildren are as follows: Qne and two, but puaber 
eight and nine in that genesvation of Snow. 


8. ¥rancis Marion snow, Jr. and he married @arah Barf and they 
have four ehiidren as follows: 


2. Sally Mlizabeth Snow 
2s Nangy Suzanne Snow 
3 David Warren Snow 

4. Temes Francis Snow 
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Page (6) © snow 


Ye Sally Bliaabeth Snow married Janos Morgan 
Yepper end they have one onild aa follLars: 


de Hiizabeth Marie Hopper 
Z» Nenoy Suzanne Snow 
3o David Waren Snow 
be Janos Francis Snow 


9, Herold Ay Snow and he married Eloige Dean and they are 
aiyoreed bat have two children es follows: 


id» Robert Allen Snow 
2. Mary 4nn Snow 8 {Vartanne) 


Snow 
dee Belle Russel? Snaw (2, 3, 4, went te California to live) 


Xe Louls Leon Snow, Meridian, Mississippi, married 
Fierence Odom and thay save ohe child ae follows: 


iy Hontes Snow and she married Zillion 
Blalack 
Ze Myrtia Snow | 


3. Alice Snow 
: _ 4s Belle Russell Snow a 
TIz. ats [3 married Louelia Gibson and they have three ondlaren ap 


Ze Bertie Snow 
3. Merble Saow 


ie Owen Snow married Thelma Fendarris and they have 
two children as fellows: 


le Donald Snow 
Ze Larry Snow 


2. Bertie Snow married Harold reap deceased, ond 
they have four children as follows: 
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Page a ~~ Gnow 


sits ies 
‘; Kargic tel igone (Aki live in Atlante) 


4. Borbdle Snow married Hamis Chavis and they have 
three ohiidren aa follows: 


be eee a 
ary Gay 
3, Sandra Chavis 


Le - # nk Bowe: 
ae $2e nati 


Frank dowel] married Camle Tinley and thoy have 
five chiidrven as follows: 


2 
5. Mmerald G. Howell 


i» Harvin Howell merried Masita rng and 
they dlvoresd bat have one obfld: 


Xe Fadith Sowell. 
@. Abvie Howell 
3. Searborough Howell 


fee OF@ Ine Boweli and she married Legh 
Radley and they have four childrens as: 


3. Ztta 7. Dadley 
2+ Evelyn tudiey 
3s aon Ke Dudley 
he Kay EB. Dudley 
S$. Yworald G. Howell married Zdith Taylor &@ 
they have one child as follows: 


ao Valerie Howell 


2, Idtele Howell and she married ERbert Spooner and they have 
” two children as follows: i 


ls Emmett Spooner 
2» Etta Mae Spooner 


ie umott Spooner married Francis 
Tanner and they have two shildren. 
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Page ) «+ siow 


%» Rioherd Smstt Spooner 
. 26 Je Beha Spooner 
2. ZUtta Mae Gpooner married Jou Dossett 
end they have two children aa Sollowa;: 


id, nies Dossets 
2s Yootvow Dosaatt 


fhe above family treo of the SHOW clan Has been compiled over a period 
ef suveral. yoare and later additions added, To any menber of this clan | 
who obtaina a copy, it wonld be greatly appreciated if you know of any 
additions, serreations, or history of the Snow femily, please drop me 
a z 

Mrs, Daleie Dowling anow 

25 Burlvert Street 

Nobile, Alahuaa 


I would Like very such to aad to this fanily trea if possible. 
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Barry L. Snow 
8119 Alvin Lane 
Little Rock, Arkansas 72227 


September 29, 2002 


Pascagoula Main Library 
Genealogy Department 

3214 S. Pascagoula Street 
Pascagoula, Mississippi 39564 


Dear Genealogy Librarian: 


I am researching the SNOW family of Southeastern Mississippi. It is my understanding 
from reading the publication, Southeastern Mississippi, Pre- 1850 Locator File by Jean 
Strickland and Patricia Edwards that the Pascagoula Main Library maintains family file 
Folders from which part of their publication obtained information. The Snow family is 
listed in that publication as being in your files. John and William Snow are specifically 
mentioned and they are my ggg-grandfather and gg-grandfather respectively. 


Is it possible for you to copy the contents of your Snow Family file and mail it to me if 
pay for the copying and postage and handling? Let me know and I will send me 


money to cover the cost. 


You can reply back at the above address or by e-mail me at 
RARER? SNOW @ribss cen or at my work email, heron teres om, 


Thank you very much for your time. 
Sincerely, 


Barry L. Snow 
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#591 


Millie Harris married Joseph Snow on 19 Sept. 1908. 
Chas. E. Chidsey - J.P. 
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PROBATE COURT 
MOBILE COUNTY, ALASANA 


NAME 


SNIDER OLA MAE 

SNIDER OLLIE 

SNIDER OPHELIA V 
SNIDER PATRICIA ANN 
SNIDER RAYMOND LEROY 
SNIDER RAYMOND LEROY 
SNIDER SHIRLEY JANE 
SNIOER WILLIAM SOLOMON 
SNIDER WSLLIE BO JR 
SNIPES CHARLES EDWARD 
SNIPES FRANK WN 

SMIPES HARMON WESLEY | 
SNIPES NANCY LOUISE 
SNITHAN CAROLINE 
SNOOGRASS ALEX BENTON 
SNODGRASS EMMITT GORDON 
SNODGRASS EVANS JR 
SNODGRASS LOLA VIRGINIA 
SNODGRASS MONROE GORDON 
SNODG@ASS ROBERT B 
SNODGRASS SUSIE PEARL | 
SNOTING HAZEL LUCILLE 
SNOUFFER EARL MILFORD 
SNOW ALICE 

SNOW AMALEE L 

SNOW ANNA LOU 

SNOW ARTHUR 

‘SNOW BARBARA ANN 

SNOW BERTIE INEZ 

SNOW BESSIE 

SNOW BETTY MARCIA 

SNOW BEVERLY ANN 

SNOW CARRIE A 7 
SNOW CHARLES HUBERT 
SNOW CHARLES MICHAEL 
SNOW CLYOE ELMER 

SNOW EDWARD J 

SNOW EMILY 

SNOW EULINE 

SNOW EVERETT MUROOCK 
SNOW EVERETT MUROOCK JR 
SNOW FERDINAND | 

SNOW FRANCIS M 

SNOW FRANCIS M 


SNOW FRANCIS MARION. | 


SNOW FREEMAN 
SNOW GEORGE 
_SNOW HARVEY 
SNOW HARVEY 
SNOW HARVEY 


SNOW HENRY F. 3: aS 


SNOW HENRY Ww 
SNOW HENRY WESLEY 


Pascagoula Public Library 
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Snow Family 


MARRIAGE BOND 


~peRitC 19, 1623 THRU DECEMBER 31, 19677 ~~ SOHN. “MOORE 
JUDGE OF PROBATE 
Gap PS eR ee Se PATE DF MARRIAGE BOOK PAGE - 
NAME | MONTH DAY YEAR NUMBER NUMBER 
MOORE WILLIE " Sep 24, 1930 59 467 
DAVIS CHARLEY $ DEC 24, 1910 43 181 
YEAGER GEORGE E OEC 24, 1930. 59 633 
“BOSTIC THOMAS RUDOLPH ‘oct 19, 1962 102-4576 
GRAHAM DOLLIE ARVILLIA MAR 7 1963 163-5221 
_OUMAS CATHERINE GENELLA JAN 15, 1958 92 37 
“WALKER DEWEY MALONE JR FEB 3, 1964 105 7007 
TODO OLLIE NOV 165 1904 38 575 
__ HURLEY VIRGINIA BUTLER , LEC NOT RET = 1020 4792. 
MORGAN GAGBARA ANN "SEP 22, 1967 116 272 
NELSON ALMA D OCT 24, 1917 48 389 
__TURNER } NORMA CELESTE ee _ SUN 249 1967 ALS 46 
PIERCE JAMES ROBERT jut” 20, 1962 102 4092 
POWERS PAUL DEWEY JR MAY LB, 1946 17 149 
GARRETT CLEQ NOV 20, 1948  _ Bl 267 
KENNON BETTY JQ FES Ll, 1948— 80 104 
KELSOE SYBLE MARIE OCT 3hy 1945 15 464 
__CALHOUN JAMES C DEC 229 1913__ 45 488 
STEWART ANOREA LILLIAN NOV L3, 1965 LLO 647 
OWEN ROBINA T OCT 29, 1866 22 239 
NEWBURN TRUMAN ROOSEVELT (JAN 9, 1964 105 6893 
JOHNSON JUDSON FEB 27 1942 68 151 
GRANOAHL MARGARET MANNETTE JUL 229 1947 19 180 
HOWELL OLIVER JUL 2) (1927 57 195 
POWELL WALTER L OEC 31, 1923 54 337 
HUTCHINSON LUCIEN DELEON DEC lle 1959 96 283 
_ PERCE ELLA HAR 17, 190337 48} 
FRANKLIN RONALD EUGENE JAN 12, 1962 101 3225 
LYONS HAROLD SEP 2h, 1929 58 6B0 
LOGAN ROY JUL 21, 1906 | 39 676 
ROBERTSON HOWARD BENNETT OEC 8, 1956 90 375 
BALCH ROBERT MAX OCT 3, 1959 95 543 
HAMILTON JOSEPH C _ SUN 6, 2868 23. 484. 
POIROUX ANGELINE ALEXINA AUG 30, 1963 104 6196 
DAVID CAROLYN OLANA APR 23, 1965 Loa 9379 
___AJKEN JANICE MIDOLEBROOKS = | APR _7y 1951 _. 83. | 696... 
SNOR IDA M MAY ly 1920 50 713 
RUDER ALFREO A LIC NOT RET 3 166 
_MCOUFFY DANIEL | . — NOV 1971899. 35 599 | 
GREGG LOIS ELAINE JUL 3, 1939 65 503 
LINDSTROM ALICE LOUISE JUN 6, 1964 106 7555 
_ GIBSON LUELLA SEP Sy DGLE 83 569 
MEAZELL MARTHA F SEP 6, 1883 29 570 
WHITE MARY ELIZABETH SEP 205 1917 48 352 
HUFF SARAH ELIZA, SAN lly 1942 ©. 68 73 
VAUGHAN ELIZA LIC NOT RET 8 296 
FOX MARY APR 15,5 18656 14 422 
MCGILL MARGARET FEB by 1852. OTD 218. 
AWTRY CATHERINE A MAY 21, 1844 8 21 
AUTREY CATHERINE A MAY 2ky 1644 7 267 
_ BICE RUBY. |) EPR Oe AONB 49 234 
HOWELL ELLA JAN 31, 1900 35 672 
ALLEN ANNIE BELL JUL 8, 1955 88 494 


ee ee oO 
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folei ow ©) tt oh ok tel tale lel 


NAME 


SNOW [0A ¥ 

SNOW IRENE 

SNOW JM 

SNOW JAMES 

SNOW JAMES T 

SNOW JAMES TERRY 
SNOW JOHN # 

SNOW LINOA BARNETT 
SNOW LINDA GAYLE 
SNOW LOUIS HENRY 
SNOW LOUIS HENRY 
SNOW LOUIS L 

SNOW LULA 

SNOW LULA BELLE 
SNOW MARTIN J 

SNOW HARY ELIZABETH 
SNOW MARY GERTRUDE 
SNOW MINERVA E _ 
SNCW MINNIE E | 
SNOW MORTIZE 


SNOW NELSUN MAURICE 1S ie 
NOW NELSON W JR 
SNOW OLIVER : 

S 


-ONIE MAY 
SNOW ORRIE HAY 
SNOW ORVILLE EARL 
SNOW ORVILLE _EARL 
SNOW OTTO H 
SNOW OTTO H 
SNOW PEARL Lo. 
SNOW ROBERT H 
SNOW ROGER DALE 

SNOW.ROSALEE =k 
SNOW RUFUS HENRY 
SNOW SALLY ELIZABETH 
SNOW_ SOPHIA 


SNOW THEOPHILUS 
SNOW W W 

SNOW WALTER 
SNDW WILLIE MAE 
SNOWDEN CARULYN FAYE 
SNOWOEN CHARLEY Mo 
SNOWDEN CHARLIE 
SNOWDEN DAVE OTIS 
SNOWDEN OAVIO LEE 
SNOWDEN ETHEL E 

SNOWDEN FRED : 
SNOWCEN_HALLIE 
SNOWOEN [MO FRANCES — 
SNOWDEN INEZ 
SNOWOEN JAMES. 
SNOWDEN JAMES EARL 
SNOWDEN KATHERINE LOUISE 


Pascagoula Public Library 
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NAME 


SNOW EDWARD J 

ALLEN WILLIAM 

NEW CLARA 

CLACK MARY ANN 

HARMS LOUCRETIA GRAY 
RAYFORD AUOREY ANNA 
BAGGETT THELMA RUTH 
MACBRICE ARTHUR MORRISON JR 
WALTERS RUSSELL THOMAS 
CAMPBELL PEGGY JEAN 

SMITH LILLIAN GAYNELL 
OOWLING DAISY 


WILLIAMS BURTON | 

KOSTER WILLIAM C JR 
BAXTER ESTHER MARIE 
“HOWELL THOMAS JEFFERSON 
PIERCE CLAUDE w 

ALLEN WILLIAH 

MCOUFFY CHARLEY 

ROHMER HERBERT ALOYSIUS 
DOYLE MARY DIANA 

HIDEN OOROTHY 

RAINES WILLIE 

BECTON MILLEOGE E 

NEW HARRY DANIEL 
MITCHELL LOYS AUDREY 
POTTER EDNA MAE 


~ DEVAN KATHERINE CURRY 


_.CARR JOHN M_ 


_-BRANNAN SOPHIA 


_STRACHAN JOSEPH EDARD __ 


LOWELL CORNELIA GERTRUDE 


GEORGE GLADYS H 

*——. 
OUNHAM MARY A 

WARD JOYCE CAROL 


BRANNAN, EDOIE G 


SLATER GENEVIEVE 
HOPPER JAMES MORGAN 


JACKSUN SARAH A 
LEE WINNIE 


MAYES WALTER 

MOOR EUGENE THURSTON JR 
THAMES AOOTE 
HAVEN SHURLIE 
CARPENTER DOLORES PATRICIA 
THOMPSON EUNICE. 

HARRIS JAMES F 

SMITH CATHERINE LOUISE 
FOREACRE_ JOHN 


YOCKERS WILLIAM HENDERSON 


MALONE CHARLES A 


MCLEQD RUTH CAWTHON 
BRANSFORD JOHN BENJAMIN 


DATE OF MARRIAGE BOOK PAGE 
MONTH DAY YEAR NUMBER NUMBER 
MAY Ly 1920 50 713 
OCT 23, 1897 34 647 
FEB 7, 1907 40 294 
MAY 6, 1856 14 449 
APR 24, 1920 50 686 
DEC 10, 1953 _ 86 613 
JUN 9, 1967 115 272 
JUL 22, 1967 115 635 
JUL 22, 1961 99 2320 
OCT 25, 1958 93 307 
APR 15, 1967 114 656 
_ JAN 25) 1936 = 63s 333 
DEC 26, 1909 42 393 
JUL Ll, 1933 61 491 
_MAR 22, 1967 114 «559 
JAN 6, 1887 31 46 
NOV 23, 1911 43 644 
JUL 4, 1849. iB 396 
NOV 20, 1898 35 279 
JAN 165 1942 68 100 
APR 8, 196 | 99 = 1790 | 
AUG 24, 1933 él 532 
AUG 264 1930 59 427 
FEB 24) 1904 386 239 | 
“OCT 7, L914 46 285 
SEP by 1946 71 535 
-SEP_ 59 1936 63. | 649 
“OCT 14. 1962 102. 4547 
DEC 18, 1918 49 396 
JUL 4, (4924 46 28. 
AUG 9%, 1860 18 144 
JUN 10— 1967 115 277 
DEC U7, 1908 4). OD k 
JUL Ll, 1928 58 60 
AUG Ty 1963 104 6003 
JUL 16, 2914 = 46 =) 
FEB 13, 1862 19 213 
DEC lly 1875 26 687 
JAN 6) 1907 60 235 states 
JUL” 23, 1926 56 390 
JAN LT, 1959 93 623 
JAN 23, LOL AB ONG oe ee se 
JAN 20, 1918 46 523 
APR 14, 1L95L 84 2l 
_ DEC 27),1925 == 96. 4 So3 
NOV 25, 1916 47 635 
OCT Ty 1923 54 160 
_ SAN 3) 1927 56) OAL ee 
JAN Lb, 1943 70 15 
DEC 15» 1926 56 599 
__SEP_ 18, $920 SA 6 200 ee ee 
JUN 4, 1943 70 632 
NOV 16, 1927 57 411 
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1. [) Bucks County, Pennsylvania, pioneers of the eighteenth century. Title (1974) | 


— 
Hakasd 


Location: Pascagoula Genealogy G 929.374821 W Non-Checkout 


2. [] Pioneers of the eighteenth century, Bucks County, Pennsylvania / Richard T. and Mildred C. Williams. -- Title 
(1974) [T) 


Location: Pascagoula Genealogy G 929,374821 W Non-Checkout 
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Also See: 
1. Gabriel Richard Ellis - His Ancestry - His Life 
2. Sevier Family History 
3. New Limbs from Old Roots - Book 2 - Cowan, 
Dail, Dynasty & Allied Lines 
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